“LONDON, SEPT EMBER 13, 1950. No. 4554. ‘Price 1/- 


Registered as a Newspaper, 


oe 


Western Double ‘Faced Valves © 

Western Pelouze and Audouin Tar Extractors 
e Water Cooled Condensers 
leubeivion the principle of High Velocity of 
travel) 

Gas Dehydration 

Holmes-Connersville Gas Meters 

Holmes-Connersville Exhausters and Boosters 


Effluent Treatment 


Benzole Recovery Plant 
“(incorporating Thermostatic Control and Single 
pump circulation) 


B.M, Industrial type Gas Meters 

Multifilm Static Washers (with multicell pumps) 
Vertical Tube Condensers 

Tower type Purifiers 

Harrison Inert Gas Generators 

Holmes-Elex Electrical Detarrers 

Holmes-Elex Dust Precipitators 

Kemp Immersion Equipment for Metal Melting 
Organic Sulphur Removal Plants 

Automatic Control of Ammonia Extraction 
Holset Flexible Couplings for Power Transmission 


A ak ae!) 


FOUNDED 1850 Be 


<HOLMES ~ 


HUDDERSFIELD 
ws SS A ee 
- LONDON. BIRMINGHAM 


Sp> 


aside 
Sater 





Gas Journat, Septembe : 13, ; 


SPECIALISTS IN 


GASWORKS CONSTRUCTION 


MAINS GAS DISTRIBUTION .¢ 
CIVIL ENGINEERING = 
CONTRACTORS 


63, STOCKPORT ROAD, 
ASHTON-UNDER-LYNE, LANCS. 


PHONE :- ASHTON-U-LYNE 3641. 


THE BRYAN DONKIN CO. 


CHESTERFIELD 





-""UKONENG" 


RATEAU 
TURBO 
CAS 
EXHAUSTERS 
AND 
BOOSTER: 


Fig. 948 


Two 900 m/m. Rates 
Turbo Boosters ea 
to pass 850,000 cubi 
feet of gas per hou 
against 30” VG 
presssure differenc 
running at 3,650 rp. 
driven by 115 BHP 
Brotherhood Sea 
Turbine 


LTD. 





Set¢tNXostnaMWododt¢ateowpnu 


QRadtdnroudopvudcoD®oanmndcehHA SET AUTAR YM 


























































. Rateal 
rs ea 
0 cubi 
er hou 

WG 
ifferenc 
50 rp. 
5 BHF 

S<ea 
e 


D. 


Gas Journal 





EMERGENCY 
N° 4554 
SEPT.13 1950 





RESEARCH IN THS MIDLANDS. 


Set up in type which is lying idle is ovr account of the now Geirtral 
and Research Laboretories at the Nevnelle gasworks of the Weet Midlands 
Gas Board, which were formally declared open on September 2 by Sir Harold 
Hartley; President of the British Association for the Advancement of 
Science, whose meetings this year took place in Birmingham. The ceremony 
was en important one and a very pleasant one, and was attended by many 
who have devoted their working life to the presentation of research in 
furtherance of the gas industry's progress in the national economy. As 
the Chairman of the Bard, Mr.G.le B.Diamond, fittingly emphasise, the 
genesis of the laboratories, now inherited by the Board, is to a large 
extent the history of the Birmingham gas undertaking's chemical department 
and central test works combined. The former Birmingham Gas Department 
exercised a powerful influence in the prosecution of gas industry scientific 
testing and applied analytical work, and the names of those in charge of the 
project over the years are household words in the industry. We havo Dr.H.G. 
Colman, appointed Chief Chemist in 1892, a position he occupied til). 1902 
when he decided to take up private practice. He was followed in turn by 
Dr.W.3-Davidson (1905-12), Sir Ernest Smith (191220), and Mr.T.?.E.Rhead 
(1920 %o the present day); and to the results of the imaginative interpre= 
taticu of their tasks Sir Harold Hartley paid tribute in his remarks in 
deci.aring the new laboratories open. 


Birminghan's gas history runs back, of course, to the eighteenth century, 
for it was in 1798 that William Murdoch went from Cornwall to Birmingham and 
persuaded Boulton and Watt to put experimental gas lighting into their Soho 
foundry. Samuel Clegg was under Murdoch's guidance; Frederick Accum, was 
an experimental chemist at Soho. Both Clegg and Accum were pioneers in 
estab).ishing the gas industry in the Metropolie. And coming +o more recent 
times, vet covering the past half-century, credit is due to Birmingham for 
the part it has played in helping to put gas manufacture on a scientific 
basis; in changing some of its traditional practices, in clearing the suspicion 
which “he gas engineer in the early part of the present century was apt to have 
of the chemist - to regard the chemist as a spy on his efficiency or otherwise 
a8 an engineer. Such suspicion has given place to a fruitful working partner- 
ship. Turning from the general to the particular, the laboratories which the 
West Midlands Gas Board now enjoys at Nechells, the premises are equipped not 
only for the more difficult analytical and problem work, but for thorough=going 
research work; and the juxtaposition of the laboratories with the large scale 
test works affords unique facilities and opportunities for translating labora- 
tory results into semi-scale work, and in turn, full scale work. We regard the 
new laboratories as a potent unit which we hope will be linked smoothly into the 





NEWS OF THE WEEK. 


Institution of Gas Enginsers. 
The 88th Annual General Meeting has been provisionally fixed to take place 
in London on May 29, 30, 31, and June 1, 1951. 


Large Scale Catering Equipment. 

A small party of the Headquarters Division of the North Thames Gas Board 
paid a two-day visit to the Palatine and Grappenhall works of Radiation Ltd. 
last month. They went specifically to see the manufacture of large scale 
catering equipment, and special displays of finished products, including some 
of the latest ranges, were inspected in detail. The Grappenhall works 
produce some of Radiation's domestic appliances and here, casting, pressing, 
and assembling were shown to the party, who were led by Mr. T.V. Garrud, 
Deputy Commercial Manager, North Thames Gas Board. Mr. FeAe Hooper, 

Director of Radistion Ltd. was the host. 


Northern Gas Charges. 


At a meeting of the Northern Gas Consultative Council on Sept.6, the 
proposals of the Northern Gas Board to revise charges were endorsed. 
Recent: increases in costs of materials, freight, and labour have added 
£450,000 a year to the Board's expenses. Three-quarters of this must come 
from improved income from gas. The proposals provide for this. There will 
be a pudlished price for each district in the area, and a universal two-part 


tariff will be imtroduced. The first 30 therms will be cat the published 
price, and further gas for the quarter at two-thirds price (smll reduction 
on very large quantities). Ordinary domestic meter rents will be abolished. 
Supplementary charges for prepayment installations. will be equalised through- 


out the urea. The new charges will come into effect ir. about three months' 
time. mene 


Threatened South Wales Strike. 

Maintenance men at 16 gasworks in the North Thames and Eastern areas 
went on strike on Sept.1l and returned to work on Sept,4. Their stoppage, 
which was unofficial, was in support cf a claim for a rise of 4$d..an hour. 
Shortly after the strike began the men were told that negotiations on the 
wage. claims would begin on Sept.14. They therefore agreed to return to work 
but stated that they would not work overtime, do shift work, or extra duties 
until.they had heard the Gas Council's reply to their claim. Members of the 
National Union of General and Municipal Workers employed as plant workers, 
engine drivers, watchmen, crane men, and stokers in the Walos Gas Board under- 
takings at Swansea, Neath, Llanelly, and Port Talbot, have given notice to 
strike on Sept.15 unless outstanding questions are settled. <A statement from 
& joint meeting of the union branches affected expressed concern at the delay 
in settling long outstanding items of wage differential and a consequent with- 
holding of the increase to labourers. 





Metropolitan Gas Company, Melbourne. 


William Coward and Co., Ltd., report the receipt of a cable from the 
Metropolitan Gas.Company, Melbourne, advising a net loss for the year 
enced June 30, 1950, of £42,874; transfer from provision for taxation of 
215,000; transfer from reserve fund £81,000, and a dividend of 1/ per 
£1 stock unit. The balance carried forward is £697. 


Southampton Stock. 


The Minister of Fuel and Power has agreed with the Stockholders' 
Representative that the compensation value of the Ordinary Stock of the 
Southampton Gaslight and Coke Company under Sections 25 and 26 of the Gas 


Act, 1948, ‘is £120 per £100 unit of stock. The conversion date is 
Sept.16, 1950. ‘ 


Lighting Restrictions. 


Shop window and advertisement lighting from the public electricity 
supply will be prohibited,except on Saturdays and Sundays, from 7 a.m. to 
l pem. between Oct.9 and Oct.22, when Summer. Time onds, and from 7 a.m. 
to 6 pem. between Oct.23 and Jan.31l. Arrangements for the two subsequent 


months will be considered early in the new year. There are no restrictions 
on lighting by gas. - 


Oil Prices. 


Maximum prices for gas {aiezel) oil and Derv (diesel oil road vehicles) 
fuel have been increased by three-eighths of a penny per gal. The new 
prices are: Gas oil: Inner zone, 1s; outer zone, 1s.0#de; general zone, 
1ls.Osd. Dervs Inner zone 28.634; outer zone, 28.7de3 general zone, 2s.7sd. 
These prices refer to bulk deliveries by oil companies. The oil distribe 
uting companies ere free to sell below the maximum prices, and any increases 


in the actual selling prices will be the subject of separate announcements 
by the companics. 


Gas Board's Agents. 


Richmond (Yorks) Town Council has considered terms from the Northern . 
Gas Board regarding remuneration to be paid to the council for acting as 
agents for the Board. Before nationalisation, and up to March 31 last, the 
council received a fee equal to 6% of the gross income of the local undere 
taking. The Board proposes to reduce this to aah. While agreeing that a 


reduction on the figure of 6% was reasonable, the council has proposed that 
the rate should be 33%. 















Cornish Gas Association. 





_.. The postponed Annual Meeting of the Cornish Gas Association which was 
founded in 1908 and embraces members of three sub-divisions of the South 
Western Gas Bourd, was held at Truro on Aug.24, under the Presidency of 
Mr.TeJeGreenwood, Unit Controller, Bodmin, who has beon President since 
1944. Officers for tho onsuing year wore clected as follows: President,. 

W. Dougall, Newquay; Vice President, R.J.Williams, Truro; Hon. Auditor, 
A.W.BeStanbury, Truro; Hon. Secretary and Treasurer, R.L.D.Medlin, Falmouth. 
After the moeting a paper on 'Purification' was presented by Mr.H.Be Avery, 
of Hardman and Holden, Ltd. _ 


Refrigerators. 


Following the example set by other authorities, Shipley Council is now 
prepared to install gas or electric refrigerators if the tenants of council 
houses desire them. Tenants to the number of 1,275 are to receive a question- 
naire. The maximum suggostcd rontal will be 1s.9d. a week to be paid by the 
tenant. The council will install and maintain the refrigerators, which are 
identical with those alroady in tomporary bungalows, free of charge. 











Now Meter Pack ing Material. 











Smith Meters are now being packaged in contniners of pliofilm, a revolus« 
tionary wrapping material manufactured by the Goodyear Tyre and Rubber Co. at 
Wolverhampton. This method of packaging obviates most of the previous trouble 
subsequent to final testing, the heat from which dried the inside of the 
meters. When taken off circuit to cool off, moisture from surrounding air 

was sucked inside, thus incurring the risk of slight corrosion and loss of 
finish. Now the meters are placed in pliofilm bags (No.2 Grade, 140 gauge), 
which are heat-welded while the meters are ctill warm and dry. This technique 
has. five major advantages: Appearance is protected; the meter is completely 
dirt-proofed; sea atmosphere cannot penetrate; the same technique boing used 
for dispatching components, the customor can see what is-there, and check 
against the schedule card which is alsc enclosed and clearly visible; the 
bags can be opened for official testing, or for the extraction of one or more 
components and readily resealed. 










Standardising Prices in Grouns. 












Questions concerning the recently published increases in gas prices were 
raised at a meeting of the est Midlands Gas Consultative Council at Birmingham 
on Aug.28 under the Chairmanship of Mr..H.Malcolm. Asked about managorial 
expenses and posts in the area, the Chairman said administrative costs were 
about the same as prior to vosting datc. In some places they had gone down 

and in others they had incro.sod. Mr.G.le B.- Diamond, Chairman of the Vest 
Midlands Gus Board, told the meeting that in some cases it would be desire- 
able to increase administrative staffs in order that better service might be 
given to consumers. 


Notico had boon givon of a rosolution rolating to tho procoduro with 
rogard to gas boards informing consultativo councils of incroasos in gas 
chargos, but tho movor, Mr. H. Bakor, of tho Birmingham and District Commit~ 
too was unable to bo prosont. Tho chairman said it was not incumbont on 
the board to como to the consultativo council. If tho board proposod an in- 
croaso in prico and tho council did not agroo, tho mattor could bo roforrod. 
to tho Ministry of Fuol and Powor, who would hold an onquiry. 


Mz,’ Diamond said'thoro was nothing in tho Gas Act which roguirod tho. 
board to como to tho council to obtain approval, but it informod tho council 
of its proposals as a mattor of courtosy. If roasonod arguiont was givon as 
to why thoro should not bo an incroaso tho board would considor it. 


A rosolution fror tho Worcostorshiro and Horofordshiro Commitsoo rojuostod 
tho council +o pross tho board to haston tho standardisation of pricos, and 
chargos for gas and sorvicos. Mr. Dianond said this was a vory complox pro- 
blon.end:t:0 board had to raiso pricos in somo placos in accordanco with 
circumstancos. Highor rricos would consinuo unloss thoy could roduco tha 
cost of manufasturo. Transport, coal, and typo of plant installod had .an 
apap on.cost, and labour chargos variod botwoon ono placo and anothor. 

Tho board was studying tho nattor carofully and hoped to mako a roport in 
about nino months. What ho thought would omergo would bo a lovolling of 
priccs in groups, but it would tako tiro. 


Tho iurgin botwoon production cost and solling prico of gas in tho West 
Midlands wes abort 2d. a thorn, against as much as 7d. or 8d. in sono other 
aroas; tho oxtra margin wa3 spont on giving oxtra sorvicos to tho consurior. 


Answoring a quostion’as to making gae availablo to overybody in tho aroa, 
Mr. Diaricnd said it night cost as much as £40 to £50 por consunor to tako gas 
to sone of tho tural parts of tho areca, and ho. re to bo chargod would bo 
prchibitivo. it would not bo fair to sproad tho high cost ovor urban aroas 


Association of Public Lighting Enginvoors. 


Ovor 1,0CO public lighting onginoors, borough onginoors and survoyors, 
chairtien and nombers of. lighting cormiittoos, roprosontcativos from tho. gas and 
oloctricisty boards, sciontists in tho public li,hting world, and manufcacturors 
of public Lighting oquipneont, will moot at tho Conferonco of tho Asscciation 
of Public Lighting Engincors at Bournonmouth froti Supt.18 to 22, whon probloris 
concorning stroot lighting will bo discussod. Roprosontativos of Ministrios 
concornod with stroot lighting, i.6., tho Ministry of Transport and tho 
Ministry cf Fuol and Powor, will also attond. Overseas visitors from 
Bol.,ius, vey India, Spain, otc.; will includo a roprosontativo fror tho 
Liinistry of Transpurt, Brussols, and tho Chiof Lighting Enjinoor of Paris. 





~T- 


Mr. P. Richbell, M.Inst.Gas E., Distribution Engineer, East SurPey 
Division, South ERastern Gas Board, will be inducted as President at the 
opening meeting. This honour is well deserved by one who has given service 
to public lighting for approximately 45 years. For many years, Mr.Richbell 
was Distribution Engineer to the Croydon Gas Company, and latterly, follow- 
ing nationalisation, he was appointed Distributing Engineer of the East 
Surrey Division, South Eastern Gas Board. Mr. Richbell will deliver his 
Presidential Address on Sept.19. Lord Lucas, Parliamentary Secretary, 
Ministry of Transport, will be the principal guest at the annual luncheon 
on Sept.2l. 


A display of street lighting apparatus and equipment will be on view in 
the Grand Hall, Town Hall. The Bournemouth authorities have also placed at 
the disposal of the Association grass decorative plots running along the 
length of Braidley: Roady and on these ‘plots there will be erected some 60 
lamp columns, concrete dnd steel, representing the latest designs in this 
type of street furniture. To these columns there will be affixed lanterns, 
both gas and electric, manufactured by leading firms, and of up-to-date 
design. Of further interest will be a display of tower wagons, extending 
ladders, rdad traffic safety signs, bollards, etc., also being shown in 
Braidley Road whisd leading manufacturers. 


*gas' 


The first issue of 'GAS' in its new form is published this week and, 
as promised last week, contains 24 pages of valuable technical material. 
The subjects covered include gas water heating, the reorganisation of a 
small gasworks, mainlaying problems, gas industry organisation from 
divisional and district angles, and the use of electrical equipment in the 
manufacture and distribution of gas. The last named subject is discussed 
by Mr. H.¥. Buxton, Electrical Hngineer to the South Hastern Gas Board, who 
maintains that the increased use of electricity will enhance works safety 
and lead to easier operation and reduced running costs, provided the equip- 
ment is properly designed and installed. The author is convinced that 
s6lectricity will heave a large part to play in the high pressure distribution 
and storage of gas, both as motive power for boosting and compressing plant 
and for remote and supervisory control purposes. 


Many Thanks, 


We have had many congratulatory comments, oral and in writing, on the 
production and issue of our necessarily brief and to the point Gestetner 
emergency number of the 'Gas Journal' of Sept .6. Encouraged by these 
heartening references we have endeavoured to 'go one better' in thie our 
second and, we hope, final emergency number. We are grateful, too, for the 
offers of help which we have received from several quarters. 
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'G.J.' GESTETNER LATEST. 


PRINTING: TRADE AGREEMENT. 


TUESDAY, SEPT.12: . YESTERDAY DISCUSSIONS TOOK PLACE BETWEEN 
REPRESENTATIVES--OF THE LONDON SOCIETY OF COMPOSITORS AND THE 

' LONDON MASTER PRINTERS' ASSOCIATION, AND UNDER AN AGREEMENT 
REACHED THROUGH THE MEDIATION OF THE PRINTING AND KINDRED 
TRADES FEDERATION THE STOPPAGE IN LONDON PRINTING OFFICES 
WILL END TO-MORROW. |§IN THE CIRCUMSTANCES THE LONDON AND 
MASTER PRINTERS' ASSOCIATION AND THE LONDON SOCIETY OF 
COMPOSITORS HAVE AGREED TO ASK FOR AN ADJOURNMENT OF THE 
COURT OF INQUIRY IN ORDER THAT A CONFERENCE CAN BE HELD IN = 
ATTEMPT TO SETTLE ALL THE POINTS OF DIFFERENCE. 


ate on 
OBITUARY. 


Nr. RF. NORMAN, Sales Superintendent of William Suge & Coe, Lid., died 
suddenly at his home on Sept.3. He was a valued servant of the Company, 
having been in their sorvice for 37 apr: verge was hold in high ostoom. 


Mr. C.F. BaRkkOW, Distribution $i Pordaboato! ct of tho Sunderland Gas 
Company until his rotiromont in 1945, diod on Sopt.9, agod 69. ° He spont 
42 years with the Company, the last 20 of which were as Distribution Supor- 
intondont. Hs was a past-Chauirman of the North of England Gas Salesmen's 
Circle, und past Chuirman of the Auxiliary Section of the North of England 
Gas Managors' association. Hs roceived the M.B.E. in tho Now Year Honours 
of 1946 for his long and faithful service in tho gas industry, and his ; 
efforts during tho wear. Following bis retirauont Mr. Barrow was a momber of 
the Sunderland Town Council. untii his doath. 


Public Sorvants. 


Contonding that thoy wero ‘public servants'moembors of tho East Midlands 
Gas Consultativo Council agrood at thoir meeting at Nottingham on Sopt.5 
to admit the Pross and public to futuro meotings. Hithorto only the Pross 
Association and tho Tuchnic..1l kress havo boen invited. The Chairnan and 
Secrétary wore given discrotion with rogard to naking statomonts on 
divisional connittoo nootings and supplying information about the Council's 
activitiss to outside bodios. If copies of minutes are supplied a charge 
of ls. will be made. Tho Chairman (Aldorman C.R. Butos) roported an 
incroaso of 6.2% in gas salos in tho first yoar of nationalisation. Staff 
had incroased fron 9,348 on vosting dato to 10,076 last Juno. 





CLASSIFIED ADVERTISEMENTS - Appointuents Vacant. 


NORTH THAMES GAS BOARD. An ASSISTANT MECHANIC.iL SNGINEER is roquirod at 
Beckton Gas Works to supervise the maintenanco of coke ovon plant nachinory 
and othor gas works mechanical plant. Candidates should be members of the 
Institution of Mechanical En;ineers or possess an equivulont qualification. 
Tho starting salary will bo according to ago, qualificitions and oxperionco, 
but will. not bo loss than 2550 por annum. Tho appointmont is of a permanont 
naturo and ponsion arrangomonts will bo discussod with short list candidatos. 
Applications, stating ago, qualifications and oxporionco should be sont to 
the Staff Controller, North Thamos Gas Board, 30 Konsington Church Stroot, 
London, W.8,., quoting roferonco numbor 9865. 


THREE TECHNICAL ASSISTANTS, agod 25-35, roquired by a group of British Gas 
Companies in Brazil. Ono GAS ENGINEER roguirod with oxporionce in the 
installation and control of plant used in gas manufacturo, continuous and 
intormittont vortical rotorts, C.W.G. and horizontal rotorts and tho liko. 
Candidatos should proforubly hold highor trade cortificato of tho Institu- 
tion of Gas En,insors in Gas Enginvoring (Munufucturo). Ono GAS ENGINEER 
reguirod with comprohonsivo truining —nd oxperionco in gas distribution — 
practice. Candidatos should profor:.bly hold hi,;hor grudo cortific:to of 
tho Institution of Gas Enginoors in Gas Enginooring (Supply). Salary will 
depend upon qualifications and oxporionce and will bo in lino with prosont 
day living costs; 3-yoar agroomont subjoct to ronowal with first-class 
passago both ways; superannuation schorie; applications should be sont 
within 14 days giving ago, oducation, triining and oxporionco and stating 
when available. Applications trouted in strict confidonco. Writo 

Box GeJe 229, at 191 Grosham Houso, London, E.C.2. 


WEST MIDLANDS GAS BOARD. ’ applications aro invitod from suitably qualifiod 
porsons for. tho position of TECHNIC.L COKE OF7ICER at a salary within tho 
‘range £595-£720 (Grade II og tho Salary Scales of tho Nutionul Joint Council 
for Gus Staffs) according to qualifications and oxporionco. Tho dutios 
Will include technical and commorcial dovolopuont of markots for coko and 
brooze. Candidates should possoss oxporionce of tho utilisation of fucls 
and should hold approvod qualificetions in fuol tochnology, chonistry or 
on,inoering. <Tho succossful cundidato will bo subject to such Suporannua- 
tion Re,ulations as tho Board may, in luo course, adopt, und ho may bo 
ro,uirod to puss a modical oxanination. Applications, stating ago, 
qualifications, tr:ining and oxporionco, togothor with tho nunes cf two 
porsons to whom roforenco can bo mado, should bo addrossed to: Porsonnol 
and Establishriont Officor, Wost Midlands Gus Bourd, Gas Officos, Einund - 
Stroot, Birninghan, 3, to roach hin not lator than fourtoon days aftor tho 
appoarancoe of this «.dvortisoriont. Applicants aro ro,uosted to quote 

Rofs T.P:3, whon roplying to this advortiscnont. F.H. Curoton, Socrotary. 





Appointments Vacant - continued. 


EASTERN GAS BOARD, Watford Division, HOME. SERVICE ADVISER. Applications 

are invited for the above position at St.Albans. Candidates should have 
had at least two years' training, possess a recognised diploma, and have 
had practical experience in the duties concerned which include the giving 
of cookery and other demonstrations, lecturing, running practical cookery 
classes and visiting consumers -in their own homes to advise on the correct 
use of gas appliances. The commencing salary, depending on age, qualifica- 
tions and experience will be not less than £360 per annum. Applications, 
stating ege and. full particulars of training and experience should be sent 
to the on 1sral Manager, Eastern Gas Boarc, Watford Division, Radiant House, 
Clarendon Road, Watford. 


NORTH WESTERN GAS BOARD, Fylde Group. ' DISTRICT SERVICE MANAGER. Applica- 

tions are invited for this position for the Fleetwood District which is ~~ 
controlled from the Fleetwood Office. Applicants should have @ sound know-. 
ledge of ail] branches of consumer service. The successful applicant will be 
responsible Zor the supervision of the Showrooms ‘and cash collections, the 
control.--of..a.small local distributing personnel for emergency work on Service 
pipes and the.suporvision of district maintenance and fitting of gas appliances, 
The salary will be within the range of £520-£620 per annum according to oxper- 
ience And qualifications. The successful applicant may be required to pass a 
medica. exemination:and subscribe to such scheme of superannuation as. the Board 
may adop: in the future. Applications, together with the names and addresses 
of two referees. to reach the undersigned within 14 days of the publication of 
this edvertisement. J.G.0. Drake, General Manager, North Western Gas Board, 
Fyids Croup, Princesse Street, Blackpool. 


NORTH SESTERN GAS BOARD. Appointment of SENIOR DRAUGHTSMEN. . Applications 
are invited for the positiors of Senior Draughtsmen on the Headquarters’ 
Technicul staff ofthe Board, located at Bradford Road Gas: Works , Manchester. 
Candida*es must have experience in one or more of the following sections of 
Drawing Office work. Design and layout of (a) gas works' ancillary plant; -: 
(b) stoum power installations; (c) refractory brickwork for both horizontal 
and verticu’ retort settings. The salary offered will be in accordance with 
age, qualifications and experience’, and the successful applicants may be re- 
quired tc pass a medical exemination and subscribe to such scheme of superannua- 
tion as the Board may adopt in the future. - Applications stating age, qualifi- 
cations and experience, together with details of previous appointments, should 
reach the undersigned within 14 days of the publication of this advertisement. 
S.G.Deavin, Secretary. Bridgewater House, 60 Whitworth Street, Manchester, l. 


Printod & Fu>lished by Walter King,Ltd., ‘Gas Journal' Offices, 11 Bolt Court, 
Fleet Street, London, EBeC.4. 
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Erskine Heap Installation 


TAUNTON 
GAS WORKS 


| UPLICATE Busbar Switchboard supplied in 
conjunction with Lancashire Dynamo & Crypto Ltd. 
and recently installed at the Taunton Gas Works of 
the South Western Gas Board. May we help with 
your switchboard problems ? We specialise in the 
manufacture of AC & DC SWITCHGEAR 50 Amps. 
up to 5,000 Amps. MOTOR CONTROL GEAR 
3 hp. to 5,000 hp. Please send us your enquiries. 


ERSKINE,. HEAP: © 


SWITCHGEAR SPECIALISTS 


Head Office and Works London Office 


BROUGHTON, MANCHESTER (7) GRAND BUILDINGS, TRAFALGAR SQ., W.C.2 





- Terminal Cone Cap 

. ‘Roventa’ Cowl 

- ‘Ventile’ Terminal 

. Anti-Downdraught Terminal 
. G.L.C. Vertical Terminal 

. Torpedo Shaped Cowl 


TURNERS ASBESTOS CEMENT CO LTD 


A MEMBER OF THE TURNER & NEWALL ORGANISATION 
TRAFFORD PARK MANCHESTER 17 
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Mr. Therm, that happy little character, whose 


signature tune is “service,” has put his trust in 
Evans pumps for as long as he can remember, 
and indeed there are many in the gas industry who 
will remember the Evans Lion as another well- 
known character who has been in circulation for 
as long as the industry. This long experience in 
the service of gas is proving of great value to 
engineers to-day—The Evans Catalogues should be 


at hand in every undertaking. May we send them? 


BS Evans 


& SOWS (WOLVERHAMPTON) LTO. 
A) 
LONDON OFFICE + 32 VICTORIA STREET S-wes 
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Bot down those new machines and get them working right away 
with Rawlboltsi! Rawlbolts save time—no grouting-in—no waiting 
for cement to harden. Fix the switchgear — wiring — lighting — fire 
and canteen fittings and all similar equipment with Rawlplugs. 


Wen, 
Rawlplugs are the world’s firmest and speediest screw fixings in brick, 
cement, concrete and all solid materials. FIXING ICES 
Use Rawlplug Fixing Devices where “‘ speed is the essence of the contract” WRITE FOR ITECHNICAL LITERATURE 


B 395 
HE RAWLPLUG COMPANY LIMITED - CROMWELL ROAD + LONDON =< S.W.7 
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Help your staff 
to help themselves 
by saving 


Makers of precision 


428 CLYDE STRE 


Secretary, 
rf Savings Committee, 
39, Hyde Park Gate, 

London, S.W.7- : 
15th April, 195 


Dear Sir, se 

we are starting a Savings 

ould 

Group in this organisation and sh 

ro 

J 

be glad to receive from you ful 
e 


j ether 
formation on the subject tog 
in 
i ou can 
ith as much material etc. 45 y 
w 


e. 
supply for the Porpos 


a good 
Saver is a good 
worker 


Starting a Staff Savings Group is a simple 
process. All the information, equipment and publicity 
material you require will be gladly sent free of charge 

on application to your Local Savings Committee 
or to the National Savings Committee, 
1-5 Princes Gate, London, S.W.7. 


Issued by the National Savings Committee 


Comfort & Convenience} 
...@ pair of grand salesmei} 


Comfort — 
made possible by an open coke fire 
which will burn all night and give a 
constant flow of warmth in the room. 
Convenience — 
by eliminating the drudgery of 
lighting fires on cold mornings and 
providing hot water in abundance. 
This improved service to the user increases the 
popular appeal of the Industry’s combined 
fuels —gas for igniting, coke for burning. 


By raising a plate, normally concealed behind the 
fire front, the capacity of the grate is increased 
sufficiently to maintain a slow burning fire 
throughout the night. 


= AGLE Sutton 


“ALL NIGHT” COKE BURNING GRATE 


EAGLE RANGE & GRATE CO LTD BIRMINGHAM: 
2966 | 





Sept 


3, 1950, 


ae 


: 
¢ 
& 


2TUce 
smeny 


re 


nce 


ce fire 
give a 
room. 


y of 
~s and 
dance. 
es the 
ibined 
ring. 


September 13, 


GAS JOURNAL 


Whessoe Purifiers 


WHESSOE 


The illustrations show a 4-box set of Whessoe purifiers, 
each 18 ft. x 18 ft. x 10 ft., with a capacity of 1} million cu. ft. 
per day, for the Ormskirk Undertaking of the N.W. Gas 
Board. 

This is a simple installation with modern features— 
deep, welded mild-steel, overground boxes, with divided 
and reversible gas flow. Simple and efficient charging is 
provided by Morris 3-ton skips, operated by pulley-blocks, 
with hoisting and traversing controlled by an electrically 
driven winch, which is also arranged to provide for cover- 


lifting. 


LIMITED DARLINGTON 


LONDON - 25 VICTORIA ST. S.W.1 


Telephone: Abbey 3881 


Telephone: Darlington 5315 
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It’s a 


THE NEW WORL 


HOT WATER SERVICE 





cy Se ere] fe] ik 4 


INSTALLATION 


RADALOY FEATURES 


SERVICING 


Full tech: 
Aston, Bi 
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STORAGE CAPACITY 
vero 7° GALLONS 


ORILEcIRCULATOR No. C, 12S 


@® The NEW WORLD Circulator No. C.12S will provide a full hot water service for all 


household requirements. The full-on rating is about 12 cu. ft. of gas per hour. 


4 @ Regulo Control automatically shuts off the gas after the water is heated to approximately 


140° F., leaving only the pilot alight. 


For further saving and flexibility an Economy Valve should be included. 


N @ It is easily attached to existing hot-water storage vessels, either as sole means of water 


heating or as auxiliary to the solid fuel boiler. It is also available for stock cylinders fitted 


with the necessary connexions for both forms of heating. 


The gas faces are of Radaloy, the heat and corrosion-resisting steel application evolved by 


Radiation Ltd. Life tests of Radaloy have revealed almost total absence of corrosion deposit. 


Reduced to negligible proportions. The Radaloy and other features of design ensure 


efficient operation without attention over very long periods. 


Full technical details of the NEW WORLD Circulator No. C.12S will be gladly sent on request to: Radiation Group Sales Ltd., Radiation House, 
Aston, Birmingham, 6. (Telephone: Birmingham East 1580) Showrooms & London Offices: 7 Stratford Place, W.1. (Telephone: Mayfair 6462) 


(NEW WORLD (NEW WORLD) (NEW WORLD) 
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A 2 h.p. 1460/120 r.p.m. 460 v. D.C. Geared Motor Unit. 


LANCASHIRE DYNAMO & CRYPTO LTD. 


Trafford Park, Manchester, 17 °* Willesden, London, N.W.10 


L.D.C. motors, built to N.E.M.A. dimensions, are being supplied in increasing 
quantities to the Canadian and home’ markets. (C.S.A. approval No. 3516.) 
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Clifton Suspension Bridge, 


Bristol 
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A. MAIN LTD * MAIN WATER HEATERS LTD. 
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BALANCED FLUE 

SPACE HEATER 





Full information upon request from 
SOLE MANUFACTURERS 


COWPER PENFOLDE 


& CO. LIMITED 
6 BASIL STREET 
KNIGHTSBRIDGE, S.W.3 


tle 
«* 46 





Tel. KENsington 3677-3678 
RJ 





eptember 13, 1950. GAS JOURNAL 


RUBBER THAT DEFIES CORROSION 


UBBER forms an essential part of nearly everything used in the 

storage, processing and transport of corrosive chemicals. It is the 

best and (in the long run) the cheapest protector of personnel and 

equipment. B.T.R./Silvertown chemists have for many years pioneered 

the development of anti-corrosive rubbers and the fashioning of 

ebonite and gutta-percha appliances, containers, pumps, fittings, ete. 
Every need of the chemical engineer is studied and satisfied. 


Silvertown rubber and ebonite tank linings at Partington 
Gas Works, Urmston, Manchester. 


(1) Re-heating tank for Ammon. Sulphate; 


(2) Acid liquor circulating pot. Normal temperature: Inlet 54°C., 
outlet 72°C. Temperature varies with flow of liquor and at 
times reaches 100°C. 


.R./SILVERTOWN GROUP . HERGA HOUSE - VINCENT SQUARE - LONDON : S.W.1 


D.B.S. 12 
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NEW DEVELOPMENTS IN 
GAS PURIFICATION PLAN " 


AMMONIA 
WASHER 


a H.S & CYANID 
e 4 ' WASHER 
ri y } 
eesti. 


DETARRERS 


REGENERATO 





BULK TANK 





REGENERATO 


, , Valves 
DETARRERS 0 | steam, 
A partial H9S removal plant built by us for a 


Fo 
gasworks in the north-west of England has ete: which ¢ 


constru 
been in operation for several months. The cost HS & CYANIDE under a 


WASHER 


of the final «dry box” purification has been Ree: hey 


reduced and recent experiments have revealed AMMONIA oil cas 
WASHER installat 


the possibility of producing commercially pure Ae exist 


sulphur and also prussiate of soda solution. Send fo 


Further information is available on request. 


SIMON @& CARVE 


a ae oe ie eee 
CHEMICAL PLANT DEPARTMENT STOCKPORT ENGLA 
COMPLETE GASWORKS ANCILLARY PLANT = Gasworks Purification, Condensing, Washing 
Detarring Plant ; Effiuent Liquor Treatment Plant ; Concentration Plant; Gasworks By-Product Plants ; Electro 


Precipitators ; Sulphuric Acid Plants and Acid Recovery. 
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A IF IT CONCERNS LIQUID OR GAS CONTROL... 
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ENERATO 
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. - » FOR MAGNETIC VALVES 














GENERATO 


Valves up to 12” orifice for AUTOMATIC or REMOTE CONTROL of water, Magnetic “‘R” Type 


steam, coal gas, oil, air and other industrial liquids and gases. Single Beat Stop Valve : 
The standard valve is 
For all practical purposes there is no control application problem an aint nd — 

e ° . ° ae any oF mnectt 
which cannot be solved by Magnetic Valves. Of robust industrial and 3” orifice ( #4” seat 
construction, they are fully automatic and give immediate response diameter) to operate on 
under all conditions. In an emergency Magnetic Valves are designed pressures up = rer 

: 2 st per square inch. n in- | 
to fail to safety. Standard Valves do not incorporate any driving ened dein erties em de enaed 
shafts, glands, or stuffing boxes, but can be titted with Flame Proof up to }” (%;” seat diameter) depending 
oil cases and where necessary, high temperature operating coils. The or eae ts — controlled. cis 
installation of Magnetic Valves is effected with a minimum disturbance ee ee ee 


requirements and can be of straight 
to existing plant. or angle pattern. It is suitable for 


BULK TA 





controlling water, air, oil, gas, re- 
Send for descriptive brochure showing full range of Magnetic Valves. Srigerants, etc. 
THE 
ic val 
E magnetic valve co. 
LIMITED 





N GLA Note permanent address 28, St. James’s Place, London, S.W.1 Tel: REGENT 7588 
Washing | 


3 Electro 
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HIGHEST QUALITY 
in every shape and form 


For over a century Gibbons have been manufacturing Refractories 
in many different materials and in almost every conceivable shape 
to suit the varying needs of Industry. Each Gibbons ‘special’ is 
produced under close control at all stages of manufacture to a 
high standard of quality and dimensional accuracy. 


Gibbons (Dudley) Ltd., Dibdale Works, Dudley, Worcs. 
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d When you use your own source of supply, the answer comes in 


A 
e 
: } 


_ 


+ 


three instalments. First, the initial cost of your pumping system . . 
next, its running cost . . . finally, its maintenance cost . . . The total may 
make you blink. Unless, of course, you pump by Sumo. 
With a Sumo (Regd.) Submersible Pump, the installation problem cannot 
be greater than that of lowering one compact unit (pump and motor 
together) down the borehole. No pumphouse. No expensive paraphernalia. 
Running costs (in AC current) for a 100-foot well average between 34d. and 
114d. per thousand gallons, according to the model and locality. Maintenance costs 


mean a small charge every three to five years. 





have a word with 


SU M G nm ps. Ch a aed 
LTD. Chance Brothers Limited) 


PT.§7, LIGHTHOUSE WORKS, SMETHWICK go, BIRMINGHAM. TELEPHONE: WEST BROMWICH 1051 


don Office: 28 St. James’s Square, S.W.1. Telephone: Whitehall 1603 A hAance. PRODUCT 
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just shill 


THOMAS GLOVER & CO. LTD. 
EDMONTON, LONDON, N.18 & BRANCHES 


Parkinson 








il 


i Choroughbred 


& Cowan .. 


the name behind which lies the experience of yesterday, 


the knowledge of today—and the invention of tomorrow. 


Head Office 


PARKINSON & COWAN (Gas Meters) LTD. 


Terminal House, Grosvenor Gardens, London, S.W.1 
Telephone: SLOane 0111 
Branches 


North London, South London, Birmingham, Manchester, 
Newcastle, Glasgow and Belfast. 


a amommmnacamer, 


a 4| 27 

- a 

a= Blin 
|| lal 
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SAND AND METAL SPUN PIPES 


THE STAVELEY IRON & CHEMICAL CO. LTD., NR. CHESTERFIELD 


Controlled by the Staveley Coal & Iron Co, Ltd. 
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RESTAURANTS | 


HOTEL BARS 


RADIANT HEATING LTD 























Precision built 
in die-cast 
corrosion 


resistin g 


light alloy 


Py 
DeqHaet POE) 


The BEGWACO GAS METER is an entirely new 
conception. ‘Tin and solder’’ methods are replaced 

by automatic precision engineering technique; older 
materials give way to corrosion-resisting light alloy die- 
castings. The result is a robust and remarkably accurate 
corrosion-resisting meter that is badged at 200 cu. 
ft./hr. without exceeding D.1 case dimensions. 
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Large capacity bucket with exclusive crowd action, 


FASTER LOADING . reduces shovel spillage, especially in low headroom— 


increases hourly yardage. 


Fingertip control — cuts operator fatigue. Ful 
NO FATIGUE. . . lp so tl.» A 


vision cab and adequate operator protection further 
increase output. 


LOW FUEL COST. $th cubic yard capacity bucket utilises full tractor 


power—reduces ultimate fuel cost. 


+ AVAILABLE WITH PETROL KEROSENE OR DIESEL ENGINES 


W-E° BRAY & CO°-L® 


ISLEWORTH - MIDDLESEX - HOUNSLOW 4458/9 
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DESIGNED TO ENSURE LONG LIFE 
AND CONTINUED ACCURATE 
PERFORMANCE 
A simple, robust construction, 
designed to avoid troublesome 
springs and complicated gears. 
Constructed of the finest 
materials and incorporating 
the best design features em- 
ployed in modern Gas Meter 

Practice. 


A specification detailing the 
special features of the Prepay- 
ment mechanism and valve 
grating construction can be 
obtained on application to 
either the Treforest Factory 
or Head Office at the Airport 
Walsall. Write to Dept. M. 


ciliwells Lta 


TREFOREST TRADING ESTATE: PONTYPRIDD: GLAM -&. WALES. 
HEAD OFF/CE. THE AIRPORT 
WALSALL © STAFFORDSHIRE 
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WARDS for 
SIDINGS 
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ALBEO?®, AA) (3 een 2) oe oe oe oe 8 oe me DD 
4i8i2 fait 124. ° TELEGRAMS: FORWARD. SHEFFIELD 


LONDON OFFICE: BRETTENHAM HOUSE - LANCASTER PLACE - STRAND -WC.2—— 
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With women, te mited agattt 
We’ve added a FOLDING COVER-TOP 
to this blonde beauty... 


THE GENERAL C 27-16 
GAS COOKER 


— Now a new important selling 

feature — a folding cover-top — 

is added to the General C 27-16. 

Thus, this most modern gas 

cooker with the light-toned hotplate is even handsomer and 

easier to keep clean than before. The General C 27-16 combines 

a whole range of other up-to-the-minute advantages that make 

it exactly to the heart’s desire of housewives. Look at the list 

below and you’ll realise why this beautiful cooker is proving so 
very quick and easy to sell. Order now. 


Above you see the folding cover-top raised and firmly in position 


— for cooking. Note that it is spacious enough for all needs and is 
Now VCAOSOHS whey fully equipped with plate rack. 


I Blonde or Black Top. Each cooker can be fitted with the familiar 
two-piece semi-solid black enamelled type of hotplate, or the new 
type hotplate in light-toned enamel like the rest of the cooker. 


2. High Speed Boiling Burners easily removed for cleaning. 


3 Faster Grilling. The wider heating area means quicker toasting 
and grilling. “Klinge 
4 Extra Oven Space. The 16” oven is suitable for all but the largest : P- compre 
families. Standard oven fittings provided are three reversible oven The p aes folds neatly into the top and here the cooker is P 

“ a A shown closed, providing a trim, smooth surface. 
grids (two-position type), one meat tin and a cake tray. 


made, 
@ee2@e@2e202000800000080808080 


§ Easy Cleaning. The simple design and vitreous-enamel finish 


make light work of cleaning. The hotplates can be wiped clean with DELIVERIES ARE NOW POSSIBLE 
a damp cloth. 


Engine 


Contin 
For further information write to: . 
6 Choice of Four Colours. The cooker is available in all cream, or 


be ean” 
all white, or green and cream, or grey mottled vitreous enamel. GENERAL GAS APPLIANCES LTD tom 


7 Optional Folding Cover-Top as illustrated. Or the cooker can be AUDENSHAW, MANCHESTER Al 


had with the conventional fixed back plate, both types with dish rack. (Proprietors: Allied Ironfounders Ltd.) 


TRADE MARK 
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SIEMENS’ DYNAMO, 1886 period. 


(From a contemporary print). 
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“Klingerit” jointing, the first = oo ae BARKING POWER STATION 
re . \ showing 2 B. T. H. Generators, 


compressed asbestos jointing ever output 75,000 kW each. 
made, has served the needs of wee 
Engineers for more than 60 years. 

Continuous research and development enables 

it to keep in advance of modern requirements. 


i N GER M iT E D 


| Cc H A R D K L 
FOOTSCRAY 3022 


LINGERIT WORKS : siDCUP s KENT 
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PARALLEL-SLIDE 
LINK VALVE 


PARALLEL-SLIDE 
VALVE 


‘MAC’ VALVE 


SLECOR STORAGE WALLS— 


These independent self-supporting units are made of reinforced concrete. 
Materials can be loaded against either or both sides. If ever necessary, 


the walls can be re-sited or re-arranged. 


yous eae : , eat . sine 
q nt) 
A oe j ? . 


(INDUSTRIAL FLOORS) LTD. -+ CLIFFORD’S 
Telephone: HOLborn 2916 
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» HUMPHREYS- GLASGOW — 
MECHANICAL PRODUCERS 
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HUMPHREYS & GLASGOW LTD 


HUMGLAS HOUSE * CARLISLE PLACE - LONDON S.W.I Telephone ViCtoria 3961 


ESTABLISHED 1892 
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18th CENTURY 
KITCHEN 
showing 


DOG TURNSPI 


“...if those were the ‘good old days’ 
thank goodness for OUR 


ROVAL 
ay MODERN 
FORCES ®! 


| | 
The FLAG Gas RNG : 

Cooker, available ff ¥ 

in Grey Mottle 

or Mottled Green 


and Cream. 


PARKINSON STOVE BIRMINGHAM 
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iew of the Non-Producer side of the Glover- 
st Vertical Retort House, showing the instal- 
on of the Waste Heat Boilers. 
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PIONEER WORK 
BY GOODYEAR RESEARCH 
TEAM GONQUERS DEADLY 
BELT-DESTROYING FUNGUS 


Mildew has always been the arch- 
enemy of conveyor belting — the can- 
cerous infection that, beneath a belt’s 
perfectly intact rubber cover, can reduce 
HIDDEN DESTRUCTION 


Beneath the intact rubber cover of this 
colliery belt, mildew has wrought havoc in 
the cord carcass. The original infection was 
through a tiny pin-hole opening in the cover. 


the cord duck to soft pulpy ruin in the 
course of a few months. The reason for 
this is that the mildew spore flourishes 
in the very conditions in which 
conveyor installa- 


tions often work— 


darkness, damp- 
ness, lack of ven- 
tilation, uniform 
and moderate 
temperature, and 
during prolonged 
periods of idleness 
— as in day-shift- 
only factories and 
seasonal sugar- 
beet refineries. 


Isolating the Fungicidal Agent 


These Chemists, working in one corner of the huge 
Goodyear Laboratory, succeeded, after months of 
painstaking effort, in isolating the only agent yet 
discovered that inhibits the development of the 
mildew spore. 


Obviously, the conditions in which conveyor belts work 


areunlikely tochange,sothe problemcould only besolved 


by the discovery of a mildew inhibiting agent. In the 


absence of any officially sponsored work, the Goodyear 


Company undertook the work themselves as part of their 


normal service to clients. They gave their research 


chemists the task of isolating a fungicidal agent with which 
to treat the cord plies of all their belts, to protect them 


from the ravages of mildew infection. After long month 
of experiment this was done. The next task was to giv 
the fungicidal agent a thorough test, in all operatin 
conditions and on all types of belting. This, too, r 
quired many months of patient work by the Goodye: 
scientists ; but, here again success crowned their effor 

It was proved conclusively that the new fungus-defyin 
agent was completely effective in all circumstances. 

Since then, every Goodyear belt has been impregnatet 
with this inhibiting agent as a normal part of productio 
routine. As a result, every Goodyear belt installatio 
is impervious to attack by mildew, and can be re'ie 
upon to give long trouble-free service. 


ANOTHER OF NATURE'S HOSTILE FORCES HAS BEEN CONQUERED BY 


GOODFYEAR 


INDUSTRIAL RUBBER PRODUCTS 





